January 26, oa. 


Quartermaster. 


> 


F.cononiy 
Fstimates 1934 - New Furniture etc. 


Tith reference to the atove the folloving procedure 
vill te obvservea: 
La “hen requisitions are forwarded you will obtain a 
special report from tne concerned as to the FyealL 
neceéstity for tie particular ierue._ 
You vill then submit the requisitions to H.q.,for 
approval together vwitn the explanatory reports. 
Tt shoulc be notea tnet all the H.q., arid other 
oftices i: the Acministratiorn bBuilcing and Divisional 
Heaaguarters vill Le moveu to the nev Centrai Folice 
Station where ail nev furniture wiil ve ,rovidaea, so tnat 


new furniture for tnese ofiicees during 1934 vill only be 


approved ir cares where it cannot te daone without. 


3 P.a. 
to Commissioner of Folice. 
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